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Message Text 

UNCLASSIFIED 

PAGE 01 BAGHDA 00357 191156Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

101017 191158Z/23 

R 191 100Z FEB 78 
FM USINT BAGHDAD 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5704 

UNCLAS BAGHDAD 0357 

E.O. 11652: NA 
TAGS: BDIS, IZ 

SUB J : TRADE COMPLAINT: AIR AND REFRIGERATION CORP. VS 
DIRECTORATE-GENERAL OF GENERATION AND TRANS- 
MISSION, STATE ORGANIZATION FOR ELECTRICITY. 

REF USDOC 02913 

1 . USINT OFFICERS CONTACTED DIRECTORATE GENERAL FOR 
GENERATION AND TRANSMISSION, SATE ORGANIZATION FOR 
ELECTRICITY, AND THE RAFIDAIN BANK CONCERNING AIR AND 
REFRIGERATION CORPORATION S TRADE COMPLAINT. 

2. RAFIDAIN BANK ISSUED AUTHORIZATION FOR PAYMENT OF 
L/C TO MANUFACTURERS' HANOVER TRUST (MANTRUST), 4 NEW 
YORK PLAZA, NEW YORK 10015, ON DEC 21 . 1977. 

REFID AIN'S REFERENCE NUMBER IS 65/5085 AND MANTRUST’S 
REFERENCE IS 316895. AMOUNT AUTHORIZED FOR PAYMENT IS 
28,264 US DOLLARS. 

3. SUGGEST AIR AND REFRIGERATION CORP. CONTACT 
MANUFACTURERS HANOVER TRUST FOR FURTHER DETAILS AS 
TRANSACTION HAS BEEN COMPLETED BY THE IRAQI PARTY. 

PECK 

UNCLASSIFIED 
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